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Warren Commission Wrong- explanation of load* 


Tk9 basis co Delusion of th« Warren Commission is that Leo Harvey Oswald, 
alone m3 unassisted, assassinated President Kennedy* 

Almost as basic - sad the only conclusion that cukes possible the assertion 
that one mm did the shooting - is the claim that only three bullets were fired. 

One of these bullets, according to the Commission, hit ncjone end was 
recovered. One, the second to hit President Kennedy, struck him in the head and ia 
was the fatal bullet* One first hit f resident Kennedy and then struck Governor 
Connelly* ^ this bullet did not hit both President Kennedy and the Governor, then 
there were at least four shots* There has been much doubt, recognized by the 
Commission, that either Oswald or a better shot gould have gotten off three shots, 
especially such accurate . shots, in the brief span of about sis seconds* A fourth 
bullet, particularly an accurate one, destroys the Commission* s entire report. 

Yet it is inoontro vert a bis , from the Commission’s own photographic documen- 
tation, that the President and the Governor were not struck by the same bullet* 

This photographic evidence appears ia the Get®! r 8, lt®4 issue Ilfs, on the 
cover end ©a pages 40-50B, Earlier, it appeared in the Bovember 8§, 19sg issue of 
LOT, on pages 84-2?. These 8mm movies were taken by a mm named Zspruder end according 
to then-current reports were purchased by HFi, 

®e finding of the Warren Commission was that the first bullet to strike the 

President hit him in the back {not the seek, bear ia mint, but lower, so low that the 

point of 

doctors at parkland Hospital were unaware of the a lleged/entrance ) , exited at the 
point on his neck where die tie knots, them hit die Governor in the right shoulder and 
passed downward through the Governor* s body, at an angle toward his left, collapsing a 
lung, shattering his rigtit head, and remaining in the left thigh from which it was 


recovered. 








Ignoring the possibility of such a path througi tbs President’s body 
unless the upright Mr. Kennedy bad been leaning forward, which weald tow necessi- 
tated s much lower entry point ©a the Governor* s body, saeh s path as described 
through the Governor’s body would hate been possible only had he turned in saeh a 
position as to put his beck toward his wife. 

These pictures, especially the one numbered "2* on page 43 of LIFE for 


October 2 end the top row on pp* 24-25 of the November 29 issue, prove bbia wes not 

one 

the case, henee the bullet that struck the governor could not have been the dams ss 
thmt ' 

the first struck the President, The Governor was sitting upright, directly in front ol 


the President, and looking strai#t ahead. 

In the face oi this obvious fact, it is mere lilyQgilding to point out 
im V 


that it is else possible for a bullet to have been fired from the sixth floor of the 


Depository Building and to have hit the upright President at ea upward rather than a 
downward angle, then to have straightened out into a path rougily parallel with the 


ground and to have hit the Governor end immediately turned downward and to the left. 


On the second page of LIFE’S pictures in the November 29 issue, the moment 


the Governor wes struck is identified, sad it is after the president had been struck 
end bad clearly reacted by raising his eras to his neck and had begun to lower them. 


The October 2 Issue also has an serial photograph of the eree on page 4?* 

There is a different photograph of the same area, including more territory, in the 

October 2, 196* issue of TB®, on page 46. The LIFE photograph is labelled to show 

several things, including where the photographer stood when taking the pictures, 

where the car was when the President wes shot, and where a witness named H. L. Brennan 

was "sitting". On page 42, Mr. Brennan is described by Congressman Gerald K. Ford, a 

WttjfZSS 

member of the Warren Commission, as "the most important^ to appear before it • While 
it is not possible to be absolutely certain with the graininess of the reproduction, 
Itwould appear that the picture *1" cn page 43, which shows this area, does not revee 




Sr. Brennan at that point ana sitting. 

Much more important, the point identified ee the location from which the 
pictures were taken eould not possibly have been and in fast is a considerable distance 
closer to the Depository Building than was the esse* This is unmistakably established 
by the pictures themselves. Whether the error was made by the Commission or by ttfB 
la aaktowa. The effeet is to locate the point at which the first shot hit os earlier 
end closer to the Depository and to have thus increased the shooting time. This am be 
readily established by drawing straight lines on the serial photograph between this 
point and clear landmarks in the pictures. Where, in feet, was the camera? 

Picture ”1" on page 45 shows the back of a road sign, which occupies at 

least a sixth of the frame. The November 89 issue, in the caption on page 84, identifies 

the road sign and calls attention to the feet that the President was shot while view 

sign, 

of him was blocked by the sign. Bence it is clear that the camera was b»h<r>a the wef 
eat either in front of it or closer to the Depository, as the serial photograph is 
marked to stow. 

% drawing lines from the actual position of^the camera to landmarks clearly 
visible in the various frames, the position of the vehicle end its occupants can be 
precisely established for the entire sequence of events. 

It is also possible to establish the point at which the footage ends by an 
equally unmistakable landmark. Only slightly past the sign end on the opposite side of 
the road, the lawn ends and paving begins. Hone of this paved area is visible in any of 
the frames reproduced. And picture *8% taken slightly after the impact of the fatal b 
bullet, is almost at right angles to the camera. 

from this it is clear that all the bullets struek when the car was farthur 
from the building and flossr to the overpass than the locations reported. It would 
also seem that all struck during the time the ear was between the center two of the 
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fcur I^appoets visible in the photograph on page 47. 

Men? other interesting faets can be deduced fro© ©lose examination of 
these pictures, auah as when blood appeared, when and bo* other occupants of the ear 
reacted and what fees did and did not do. These photographs corroborate the 
account of Governor Connally, that he was hit by the second bullet he heard. 

In addition, his facial expression indicates he was not atruek by tha first bullet 
to hit the President. 

Whatever conclusions are drama from the : many revelations of these official 
Commission pictures, it la Inoontro triable that they prove the Commission's entire 
reconstruction of the crime is destroyed. Lee Harvey Oswald could not have been alone 
and unassisted, and Governor Connally could not have been struck by the first bullet to 
injure the President. 



